To:  Wall,  Dan[wall. dan@epa.gov] 

Cc:  Charters,  David[Charters. DavidW@epa.gov];  follansbee@srcinc.com[follansbee@srcinc.com]; 

Sprenger,  Mark[Sprenger. Mark@epa.gov] 

From:  Brattin,  Bill 

Sent:  Sat  8/1 5/201 5 6:32:41  PM 

Subject:  Colorado  TV  for  chrome 


Dan 


For  water  evaluations,  do  you  want  to  use  the  Colorado  table  value  for  Cr(III)  or  Cr(VI)? 
I think  most  Cr  in  SW  water  will  likely  be  Cr(III). 

No  data  file  from  Jan  yet.. .will  send  ASAP. 

Naming  convention  seems  to  be: 

GKM  = Gold  King  Mine 

SW  = Surface  water 

Not  sure  what  ARRP  stands  for 


Bill  Brattin 
SRC,  Inc. 

999  18th  Street 
South  Tower,  Suite  1380 
Denver  CO  80202 
Phone:  303-357-3121 
Fax:  303-292-4755 

e-mail:  brattin@srcinc.com 
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